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Exhibit Ne; 59-8 ToContract AF CT #692 _ 


Date: September 17, 1998 


. Fyom: The Firewel Co,, Inc, 
(Contracter ) 


Te: a 25X1A9a 
| Contracting Officer) 


2 


sider 


Part 
No, 


F1553=5 


F46400~13 


Nomenclature) Qty. Unit Price Tetal Price . 
Redticer {+5 Reducer includes relief valve 8 $b01.66 $913,248 
F46400~13) | 

13 $ 16,41 $135.33 


Relief Valve 
TOTAL: $948.61 


Prices are fair and reasonable and this 
Exhibit is hereby approved, 


$ ot 


25X1A9a 
SIGNED: 


Centractor warrants prices conform to the 
price formula in effect on date of this 


Exhibit, 
25X1A5a1 
SIGNED: 


Approved For Release 2000/08/#6==6t"BP 8 1B00878R000500130 


der ie 


